Operational Instructions 
Time Locks 

Models: 6281, 6282 

and 6263, 


Time Locks Equipped 
with Re: 


reset movements in this 
me lock nave a cluich 


mechanism that allows the 
operaio to manually correct 
the seting Insert winding 
key ang turn in a clockwise 
Girection unti Gal reads at 


an be rewound to the. 


argent& Greenleaf 


As a sately feature, this tme 
ioch may be changed irom a 
Jockes postion to an 
Unlocked position by pushing 
the manual release pin 10 ne 
ght and releasing 


Day Open Feature: 
As long as the plunger ıs nor 
pressed. the time lock will 
femain in the unlocked position 
after the movements are wound, 
Trus permas locking and 
unlocking of tne sale or 

‘aut at wll as tong as the 
plunger ıs nor pressed 


Important: To use me 
Day Open Feature. make 
‘certain the plunger s in 

the unlocked (not depressed) 
position 


